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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 030324 
ORIGIN ERDA-07 

INFO OCT-01 10-13 ISO-OO OES-06 ACDA-10 /037 R 

DRAFTED BY USERDA:AIA:JEAMMONS:GLS 
APPROVED BY OES/NET:DHOYLE 
IO/SCT: A ITT .1 .SON 
ACDA: F HOUCK 

101903Z 126400/42 

R 101540Z FEB 77 
FM SECSTATE WASHDC 
TO USMISSION IAEA VIENNA 

UNCLAS STATE 030324 

E.O. 11652: N/A 
TAGS: IAEA, TECH 

SUBJECT: IAEA TECHNICAL COMMITTEE ON USE OF NON-DESTRUCTIVE 
TESTING TECHNIQUES FOR IN-SERVICE INSPECTION OF REACTOR 
PRESSURE COMPONENTS, KOBE, JAPAN, APRIL 25-27, 1977 

REF: IAEA VIENNA 938 

1 . IN ADDITION PREVIOUS NOMINEES FOR SUBJECT MEETING, 

MISSION MAY NOMINATE AS PARTICIPANT AT NO EXPENSE TO 
AGENCY DR. KARL STAHLKOPF (ELECTRIC POWER RESEARCH 
INSTITUTE, 3412 HILL VIEW AVENUE, PALO ALTO, CALIF., 

94304). 

2. OFFICIAL INVITIATION SHOULD BE SENT DIRECTLY TO NOMINEE. 

3. ADMINISTRATIVE PROCESSING SATISFACTORILY COMPLETED 
UNDER SECTION VIII, E.O. 10422. 

VANCE 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: INVITATIONS, MEETING DELEGATIONS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 10-Feb-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE030324 

Document Source: CORE 

Document Unique ID: 00 

Drafter: AIA:JEAMMONS:GLS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770048-0510 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770253/aaaabvfb.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 8e4874c8-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN ERDA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 IAEA VIENNA 938 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 10-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3352428 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA TECHNICAL COMMITTEE ON USE OF NON-DESTRUCTIVE TESTING TECHNIQUES FOR IN-SERVICE INSPECTION OF 
REACTOR PRESSURE COMPONENTS, KOBE, JAPAN, APRIL 2 5-27, 197 
TAGS: TECH, IAEA, (STAHLKOPF, KARL) 

To: IAEA VIENNA 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/8e4874c8-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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